Message 


From: 

Sent: 

To: 

Subject: 


Annie Khan 



7/7/2010 6:58:13 PM 

Khan, Annie (DPH) [Annie.Khan@state.ma.us] 

Fwd: FW: New Web Address for MassMail — Please Read!!!! 


-Forwarded message- 

From: Khan, Annie (DPH) < Annie.Khan(5)state.ma.us > 

Date: Wed, Mar 14, 2007 at 1:42 PM 

Subject: FW: New Web Address for MassMail — Please Read!!!! 


From: Thibault, Mark (DPH) 

Sent: Friday, March 09, 2007 8:17 AM 
To: DPH-DL - ADMIN-ALL-DPH-STAFF 
Cc: Smith, Donna (UD); 'Daniel, James (DPH)' 

Subject: New Web Address for MassMail — Please Read!!!! 
Importance: High 


The Commonwealth’s Information Technology Division will be changing the web address of MassMail 
to https://email.state.ma.us/exchange . . If you access your email from home, please start using this new address 
immediately. On April 2, 2007 the old address will no longer work. Please call ITS help desk if you have any questions 
(617-624-5877) 


Thanks 


Mark Thibault 


Folk OIG PRR 021157 







Director of IT Operations, DPH 


Department of Public Health 
250 Washington Street 
Boston, MA. 02108 
Phone: 617.624.5867 


Fax:617.624.5588 


Folk OIG PRR 021158 



